rr os Dart Aerospace Ltd. 


Date: Wednesday, 24/10/2007 9:00:50 AM 
User: Linda Lacelle 


Process Sheet 


Customer : CU-DAROO1 Dart Helicopters Services | Drawing Name : HEATER TUBE 4" 
Job Number > 36339 
| Estimate Number : rd 


P.O. Number Part Number : 02292 > 
This Issue : 24/10/2007 SO. No. : HUN Drawing Number |; D2292 REV. B 
Prsht Rev. > NC Project Number |: N/A 

| First issue wl A Type : SMALL /MED FAB Drawing Revision : 
Previous Run * 30600 Material : שה‎ 
Written By sed - Due Date : 31/10/2007 


| Checked & Approved By 
Comment : Est C 03.04.14 Reformat; Incorporated D2292; 
D2375-3-08-106; 22403 - D2417 KJ/RF 


Additional Product 


Job Number: | 


וו 


Machine Or Operation: Description : 
1.0 M6061T6T4000W125 6061-T6 Tube 4.00 x.125W 


| - | 
Comment: Qty.: 0.0833 f(s)/Unit Total: 0.8330 f(s) \ 
6ד-6061‎ Tube 4.00 x.125W 
Material: 6061-T6 )4" OD x 0.125") wall seamless tubing 


(M6061T6T4.000W. 125) atch: \ 4 04 d 


SMALL FAB 1 SMALL & MEDIUM FAB RESOURCE 1 


a 


Comment: SMALL & MEDIUM FAB RESOURCE 1 
1- Cut as per Dwg D2292 
2- Deburr 
Identify as D2292 


INI 


INSPECT WORK TO CURRENT STEP 


Comment: INSPECT WORK TO CURRENT STEP 
PACKAGING 1 PACKAGING RESOURCE #1 


וו 


Comment: PACKAGING RESOURCE #1 
identify and Stock 


Location: OV ee 


QC21 FINAL INSPECTION/W/O RELEASE 


וו 


Comment: FINAL INSPECTION/W/O RELEASE 


Form: rprocess 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval A 
| pproval 


Gi Gr Je ₪ be | 
AI t eed a an a? ו‎ RR ET Lat R 9 
ea] z> | Carwenk ehang 


Mk 
Part No: PAR #: Fault Category: \ NCR: Yes ₪ DOA: EN Date: 6 


iz QA: N/C Closed: Date: 


Corrective Actiod.. Section B 


Verification 
Section C . 


Description of NC 
Section A 


ed le Tube y "(Da493) 
UNDER Tolera mee 
2 Cats ord cok an n chép 2 
Sav. at i 
Cuh from now M 


Approval 
Chief Eng 
4 


Approval 


OC Inspector‏ כ ב 


560 ₪ + destroy 


BaO Mar 


NOTE: Date & initial all entries 
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or DART AEROSPACE LTD 

B WILLIAMS /8 WILLIAMS VICTORIA INTERNATIONAL AIRPORT, CANADA 
CHECKED RENE DRAWING NO. , REV. 8 
ג כל‎ ars D2292 \ SHEET 1 OF 1 

: DATE TITLE SCALE | 
94.10.25 4" HEATER TUBE : | 

| a | 96.01.15 | MATERIAL WAS 0.063 WALL 


MATERIAL: 6061-716 TUBE 
4” OD X 0.125 WALL CUT 1” LONG 


Copyright 1994 by DART AEROSPACE LTD 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


WIO: 
Approval 

DATE | STEP PROCEDURE CHANGE Chief eng/ | Approval 
Prod Mgr nspector 


Part No: l PAR #: Fault Category: NCR: Yes No DQA: Date: 
` QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Pane Corrective Action Section B ; i 
Description of NC — í — : Verification | Approval | Approval 
DATE | STEP SEE A Action Description Sign & Section 6 Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


nae | ג‎ 
` wt וו‎ 
.+ . + 


NOTE: Date & initial all entries 
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